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STAT 


AKP-I-Ij95it 
29 November 1965 


MEMORANDUM 


TO: 


ENCLOSURE: Engineering Change Proposal GR-Itl (7 copies) 

N/R Agreement: Serial 0-8? dated 22 October 1965 


STAT 


Submitted for your approval is ECP GR-Ul dated 22 November 1965. 
Production unit change incorporation will be as indicated by GR-iil. 
Prototype unit change incorporation will be accomplished by GR 



Nat 


25 YEAR RE-REVIEW 
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=-' NAT - RUS AGREEMENT' ...-i'i '.:r.'Vj.- ’ 


"SERIAL. 6-8t •;-:-i; 
22 Cctober I965. ' 




3TATINTL 


Nat agrees to proceed on> ^ 
providing a dust cap and ' 
chain assembly in advance 
of EC? ^pproval by SPO. . 

/f - /f - ^ ^ 

-y/./ " ?- < y 


" . i iiusv ^ , v- V ^ ^ . 


Nat agrees to provide ,. a; ^metal, .dust, cap and . 
chain assembly for SLR recorder test 
receptacle accomplished - 

on all units, prior to delivery and retro 
fitted on all delivered units : v . .. , •. 


^ca 70-22-65 ;. - ., 
*— /a 










COMMENTS 


Cap and chain assembly shall pc 
no cadmium and shall be compatl 
vith requirements of vehicle, 
enviroment* 


I? 






4 




Sanitized Copy Approved for Release 2010/05/20 : CIA-RDP72B00464R000400070061-8 









Sanitized Copy Approved for Release 2010/05/20 : CIA-RDP72B00464R000400070061-8 


